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Make Copies with \ 

Your Printer 

Turn your KONICA MINOLTA SC-110 SC-215 ADF 

laser printer into a conven- The SC-110 is designed A convenience color copy To easily duplicate 

ient desktop copier with the for KONICA MINOLTA’S option for KONICA MINOLTA —_‘multiple-page documents, 
SC-110 and SC-215 digital black-and-white printer magicolor® printers, the the SC-110 and SC-215 
copier / scanner options. line to produce monochrome = _SC-215 makes fast color can be equipped with a 
Each attaches to your printer copies from any business copies, enhancing text, 25-sheet Automatic 

to make high-quality prints document. graphics and photos for Document Feeder (ADF). 
from hard copy documents optimum print quality. 


and can_ simultaneously 
function as_ full-featured 
scanners to maximize your 
investment. 


The essentials of imaging 
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SC-110/SC-215 — Technical 





SC-110 


Compatibility 

Printing: PagePro” 9100, PagePro 1250E, PagePro 1100, PagePro 4100, 
2060, 2560, 3260, 4032, 4060, and PageWorks”™ 18 laser printers 
Scanning: Windows® 2000/NT 4/Me/98/95 


Copier Specifications 

Scan Resolution: Up to 300 x 600 dpi 

Print Resolution: Normal: 300 x 300 dpi 

Quality: 600 x 600 dpi 

Print Area: Up to legal (215 x 355 mm) 

Zooming: From 25% to 400 % (1% increment) with 10 pre-settings 
(25, 50, 86, 100, 115, 122, 141, 200, 400 and Auto Zoom) 
Density Control: 7 level density control (lighter/darker control) 
Color Intensity Control: 7 level intensity control 

Background Removal: Yes 

Display: 16-character LCD display 

Printer Interface: IEEE 1284 (bi-directional) parallel 


Scanner Specifications 

Scanner Type: Flatbed scanner 

Resolution: 300 x 600 dpi 

Enhanced Resolution: 4800 x 4800 dpi 

Scan Speed: 10 ppm letter/A4 at 300 dpi 

Scan Area: Up to legal (215 x 355 mm) 

PC Interface: IEEE 1284 (bi-directional) parallel 

Software: Quick Selector, PaperCom, Xerox® TextBridge, MGI PhotoSuite® 


Automatic Document Feeder (ADF) — Optional 


Document Capacity: 25 sheets 

Scanning Speed: 10 ppm 

Document Size: Up to legal (215 x 355 mm) 
Paper Input: Face up 


Physical 

Dimensions (W x D x H): 

SC 110:418:7. «14. x 3:6" (457 x 356 x 91 mm) 
ADF: 17.6" x 11.6" x 7.9" (446 x 294 x 200 mm) 
Weight: SC-110: 8.8 lbs. (4 kg), ADF: 3.1 lb. (1.4 kg) 


Regulatory/Safety Conformity 
UL, FCC-B, CE Marking 


Warranty Period 


1 year exchange* * 


i" 


KONICA MINOLTA PRINTING SOLUTIONS U.S.A., INC. 
(USA, Canada, Latin America) 

Tel.: +1 (251) 633 4300 

Fax: +1 (251) 639 4490 


Websites: 
printer.konicaminolta.com 
www.q-shop.com 


PN: SC110_215Ss10_03 


Copyright © 2003 KONICA MINOLTA PRINTING SOLUTIONS U.S.A., INC. All Rights Reserved. KONICA MINOLTA and the KONICA MINOLTA logo 
are trademarks or registered trademarks of KONICA MINOLTA HOLDINGS, INC. PagePro and PageWorks are trademarks or registered 
trademarks of KONICA MINOLTA BUSINESS TECHNOLOGIES, INC. magicolor is a trademark or registered trademark of KONICA MINOLTA 
PRINTING SOLUTIONS U.S.A., INC. All other trademarks or registered trademarks are the property of their respective owners. 

Some images provided by kind courtesy of digitalvisiononline.com. 
* The magicolor 6100 DeskLaser model is not supported. 

** Restricted in some areas. 





printer.konicaminolta.com 


SC-215 


Compatibility 

Printing: magicolor 2300DL, magicolor 2350, magicolor 3100, magicolor 3300, 
magicolor 2200/2210 series, magicolor 6100/6110 series*, and magicolor 
330 color laser printers 

Scanning: Windows XP/2000/NT 4/Me/98/95 


Copier Specifications 

Scan Resolution: Up to: 600 x 600 dpi 

Print Resolution: Normal: 300 x 300 dpi/360 x 360 dpi 

Quality: GOO x 600 dpi 

Print Area: Up to legal (215 x 355 mm) 

Zooming: From 25% to 400 % (1% increment) with 10 pre-settings 
(25, 50, 86, 100, 115, 122, 141, 200, 300, 400 and Auto Zoom) 
Density Control: 7 level density control (lighter/darker control) 
Color Intensity Control: 7 level intensity control 

Background Removal: Yes 

Display: 16-character LCD display 

Printer Interface: IEEE 1284 (bi-directional) parallel 


Scanner Specifications 

Scanner Type: Flatbed scanner 

Resolution: 600 x 1200 dpi 

Enhanced Resolution: 9600 x 9600 dpi 

Scan Speed: 2 ppm letter/A4 at 300 dpi in color, 

10 ppm letter/A4 at 300 dpi in black and white 

Scan Area: Up to legal (215 x 355 mm) 

PC Interface: USB 

Software: Quick Selector, PaperCom, Xerox TextBridge, MGI PhotoSuite 


Automatic Document Feeder (ADF) — Optional 


Document Capacity: 25 sheets 

Scanning Speed: 10 ppm 

Document Size: Up to legal (215 x 355 mm) 
Paper Input: Face up 


Physical 

Dimensions (W x D x H): 

SC-215: 18.7" x 14" x 3.6" (457 x 356 x 91 mm) 
ADF: 17.6" x 11.6" x 7.9" (446 x 294 x 200 mm) 
Weight: SC-215: 9.5 Ibs. (4.3 kg), ADF: 3.1 Ib. (1.4 kg) 


Regulatory/Safety Conformity 
UL, FCC-B, CE Marking 


Warranty Period 


1 year exchange* * 


Cabinet Options for SC-110/SC-215 


KONICA MINOLTA offers several cabinet and stand options for the SC-110/ 
SC-215. Ask your KONICA MINOLTA representative for more information. 
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